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C. MSN PARTIAL SUCCESS DUE TO WX AND TURB« 


EST 35-40 


PERCENT COVERAGE* NAV GOOD* WX WORSE THAN BRIEFED, CLOUD COVER ALL 
TYPES AMD TURB OCCASIONALLY MOD* AC FT OPERATION GQODg MINOR 
DISCREP3, EQUIP OPS GOOD* 

D» SYS 9 CW LITE CAME ON FOR APPROX FOUR MINS PRIOR TO FT ECHO IN 
RIENBLY AREA* NO OTHER INDICATIONS, 
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